e 
busine: and industrial coordinating council ade 


46 BRAN, 07102 - AREA CODE 201 622-02 
ROLAND E. STEWART, EXECUTIVE DIRECTOR 


April 14, 1972 


Mr. Stanley Grubin P 
General Manager 

Western Electric 

2 Cedar Street 

Newark, New Jersey 07102 


Dear Stan, 


Thank you and Western Electric for having me last Friday, and for putting 
up with me. T learned a lot from you gentlemen. I am enclosing some data on 
the match system ve use here as you and Mr. Hillegas requested. 


I'm ready to analyze that job and your candidate at anytime. 


Sincerely, 
<a a? 


Cae 


Roland E. Stewart P) 
Executive Director 


RES/bp 
cc: Jules Lozowick 


